MONTHLY BALANCES-BOARD OF WORKS. 



Balances of CASH in the Bank of Ireland, belonging to The 
Commissioners of the Board of Works in Ireland, for each Month 
in the Year, ending the 31ft December 1807. 



BALANCE - - - 


31ft January - 1807 - - 


£■ d. 

2 7 2 — 4i 


— Ditto - - - - - 


28th February 1S07 " ~ 


522 l6 4! 


- - Ditto- - 


31ft March - 1807 - - 


420 — 8£ 


- - Ditto- - - - 


30th April — 1807 - - 


463 4 7 1 


- - Ditto- - 


0 

CO 


33S 4 li 


- - Ditto - - - - 


30th June - - 1807 - - 


3 2 9 '8 5 


- - Ditto - - - - 


3 ift July - - 1S07 - - 


CO 

'•O 

CO 

O 

co 


— Ditto- - 


31ft Auguft - 1807 - - 


308 6 3 i 


- - Ditto- - - - 


30th September 1807 - 


1.03 1 6 


— Ditto- - - - 


3.1ft O&ober - 1807 - - 


45 2 5 7} 


- - Ditto- - - 


30th November 1807 - - 


446 — iij^. 


- - Ditto - - - - 


31ft December 1807 - - 


53 8 3 7i 



Tor the Governor and Company of the Bank of Ireland. 
Dublin, the 4th February I808. 



Edw. Medlicoit , C. B. K. 
William Donlevy , A, G. 



228. 



Printed texts were supplied by the Cambridge University Library and digitised by the University of Southampton Library Digitisation Unit 
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Printed texts were supplied by the Cambridge University Library and digitised by the University of Southampton Library Digitisation Unit 



FOR. THE YEAR I807, 



